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E.O. 11652: N/A 
TAGS: TECH, GW 

SUBJECT: INCIDENT AT GUNDREMMINGEN NUCLEAR POWER STATION 

REFERENCE: A) BONN 00951; B) TELEGRAM 17 JAN: NRC TO 
SCHNURER - INFO TO EMBASSY 

1 . APPRECIATE INFORMATION REGARDING GUNDREMMINGEN INCIDENT 
PROVIDED IN REFTEL A. FRG MINISTRY OF INTERIOR ALSO PRO- 
VIDED A DESCRIPTION OF THE INCIDENT TO US AND WILL PROVIDE 

A COPY OF FRG PRESS RELEASE WHEN AVAILABLE. 

2. WE HAVE RECEIVED CONFLICTING STORIES REGARDING THE 
MALFUNCTION OF ONE OF THE REACTOR SAFETY VALVES. FRG 
STATES THAT ONE VALVE WAS DEFORMED TO THE EXTENT THAT VALVE 
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WOULD NOT SUBSEQUENTLY RESEAT. OTHER SOURCES INDICATE THAT 
ONE SAFETY VALVE WAS BROKEN OFF (PHYSICALLY SEPARATED) FROM 
THE PIPING. FRG-BMI (SCHNURER) HAS PROMISED TO COMMUNICATE 
WITH NRC FURTHER ON THIS MATTER, AND WE PREFER NO ADDITIONAL 
CONTACTS BY EMBASSY WITH FRG AT THIS TIME. HOWEVER, WE 
WOULD APPRECIATE RECEIVING ANY INFORMATION YOU OBTAIN FROM 
MEDIA REPORTS. 
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